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25X1 A 


25X1A 

f * 



125X1 A 

25X1 A 


OXC-9593 
Copy T-- of 4 

16 December 1965 


The Perkin-Slmer Corporation 
Main Avenue 
Norwalk, Connecticut 

Attn: 


Gentlemen : 


The purchase orders listed on the attached list 
are approved under Contract No. PR-8200. 

Very truly yours, 


SPED 


Contracting Officer 


cc; [ 


CD/OSA/DDS&T: [ 
Dist: Cy 1 - 


2 dct 


Addressee 


2 - CD/OSA - PR-8200 A&I 

3 - I ' ~1 

4 - RB/OSA 
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PURCHASE ORDERS APPROVED 
CONTRACT PR-8200 


Description 


Amounts 


1. Gyro for Test Flight 

2. 2 Oscilloscopes and 

2 Amplifiers 

3. Power Supply 

4. Vlslcorder and Galvonometers 

5. Assembly Stand & Jig 
8. Alignment Fixture 

7. Electrical Costs Re: 

Clean Room 

8. Welder Installation Costs 

9. Encoder Disk for Mounting Fixture 

10. Tooling for Structures 

11. Tooling for Structures 

12. Repair of Memo Scope 

13. 2 High Vacuum Ion Pumps 

14. Heat Treating 

15. Repair of Structure 


25X1A 
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